To: R8 Environmental Unit Leader[R08_Environmental_Unit_Leader@epa.gov] 

From: OBrien, Wendy 

Sent: Mon 8/1 7/2015 8:59:06 PM 

FW: EU Call # 

RE: I am back on-line 
EU Call# 

I am back on-line 
Canceled: Gold King Mine - EU 

Please add 2 more people to the raw & vaildated lab results EDD distribution list 
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